
PHILIP MORRIS 

U.S.A. 

OPERATIONS CENTER: 615 MAURY STREET, VIRGINIA 23224 TELEPHONE (804) 274-2090 

November 24, 2003 


Via DHL Overnight 

Ms, Jennifer Gilles 
Covance Laboratories Inc, 

3301 Kinsman Boulevard 
Madison, WI 53704 

Re: Project Agreements #18 

Dear Ms, Gilles: 

Enclosed for your file is one fully signed original of the above referenced project 
agreement. 



Worldwide Scientific Affairs 

BVW/aw 

Enclosure 

cc: V. King/Denise Mawyer 


PM3006536995 


Source: https://www.industrydocuments.ucsf.edu/docs/xhfj0001 



